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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 132826 
ORIGIN ARA-14 

INFO OCT-01 ISO-OO H-02 SS-15 SSO-OO /032 R 

DRAFTED BY ARA/PPC:PBJOHNSON:MJT 
APPROVED BY ARA:WILLIAM H. LUERS 
H - CURT CUTTER 
CAR - TED HEAVNER 

090024Z 123519/64 

O 082332Z JUN 77 

FM SECSTATE WASHDC 

TO AMEMBASSY BOGOTA IMMEDIATE 

UNCLAS STATE 132826 

S/S-BODINE: FOR AMB. TODDAN FROM LUERS 

E.O. 11652: N/A 
TAGS: BR, OCON 

SUBJECT: YOUR TESTIMONY AT CARIBBEAN HEARINGS 

1 . CONGRESSMAN YATRON'S WESTERN HEMISPHERE SUBCOMMITTEE 
HAS DECIDED TO HOLD HEARINGS ON THE CARIBBEAN JUNE 28 AND 
JUNE 30. YOU ARE ASKED TO TESTIFY. SINCE YOUR JUNE 28 
SCHEDULE IS FULL UNTIL 2:30 P.M. WITH EVENTS INVOLVING 

THE VENEZUELAN STATE VISIT THE ONLY TIME YOU COULD TESTIFY 
ON THE 28TH WOULD BE IN THE AFTERNOON. H BELIEVES IT CAN 
SCHEDULE DONOR LION TO APPEAR AT 2 OR 2:15 TO PERMIT YOU 
TO BEGIN AROUND 3. THE SUBCOMMITTEE CLEARLY WANTS YOU TO 
TESTIFY PERSONALLY. 

2. JUNE 30 IS NOT AVAILABLE TO US SINCE THAT DAY IS 
SCHEDULED FOR PUBLIC WITNESSES. H HAS TRIED UNSUCCESS- 
FULLY TO RESCHEDULE THE HEARINGS FOR ANOTHER MORE 
CONVENIENT TIME. 
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3. TED HEAVNER'S OFFICE WILL PREPARE THE TESTIMONY. YOU 
WILL NOT HAVE TO PRESENT MORE THAN 10-15 MINUTES OF IT 
LEAVING THE REST FOR THE RECORD AND BEING AVAILABLE FOR 
QUESTIONS. 

4. YOUR ALTERNATIVES ARE THAT I TESTIFY IN YOUR PLACE 
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OR THAT BILL STEDMAN DO IT. I FEEL THAT THIS IS A 
UNIQUE OPPORTUNITY FOR YOU TO EMPHASIZE OUR INTEREST IN 
THE CARIBBEAN. 

5. DO YOU AGREE TO TESTIFY AT 3:00 P.M. ON JUNE 28? VANCE 

UNCLASSIFIED 

NNN 
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